
NEW FROM TECHNIBILT: 

» 

X-Y PLOTTER CART 



Designed for flexible use of x-y plotters and 
many other instruments that fit an 18x24" 
table and gain in usability when mobile-ized. 




SPECIFICATIONS: 

MODEL No. 64-047 

H: (handles) 34" 

H: (upper deck) 30" 

H: (lower deck) 10" 

Decks: 18x24", plywood 

with Koroseal mats, alumi- 
num nosing. 

Frame: %" steel tubing, 16 
ga. lxl" angle iron, 12 ga. 
all welded, plated. 


Wheels: 4x 1.03" donut wheels 
with machined ballbearings 
lube fitting, all in swivel ball¬ 
bearing casters. 

Weight: 45 lbs. 
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PRICE: $51.00 f.o.b. factory 
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